Bonaparte, Ledoux was dismissed; but Abbd Frelaud was transported, and the Grand Vicar Clauset sent to the Temple, for the scandal their indiscretion had caused. This act was certainly as unjust towards him who was bayoneted at the altar, as towards those who served the altar under the protection of the bayonets.